To:  Black,  Ned[Black. Ned@epa.gov];  Nattis,  Randy[Nattis. Randy@epa.gov];  Moxley, 

Bret[Moxley. Bret@epa.gov] 

From:  Hiatt,  Gerald 

Sent:  Fri  8/14/2015  5:34:37  PM 

Subject:  Re:  GKM  - R09  - Prelim  Surface  Water  (8/1 0 and  8/1 1 ) 

I don't  know  how  data  gets  into  the  spreadsheet  so  this  request  may  be  inconvenient  (if 
so  ignore),  but  it  would  be  nice  to  have  the  data  columns  arranged  left  to  right  - 
upstream  (SJLP)  to  downstream  (SJMH  or  even  SJPF).  If  too  much  trouble  I can  just 
move  columns  around  on  my  version... 


Gerald  F.S.  Hiatt,  Ph.D. 

Senior  Regional  Toxicologist 
U.S.  EPA,  Region  9 
415-972-3064 
hiatt.gerald@epa.gov 

Please  be  advised  I have  only  limited  ability  to  use  email  when  not  in  the  office  (e.g.,  on  travel)  so  please 
be  patient  with  any  delays  in  communication 


From:  Black,  Ned 

Sent:  Friday,  August  14,  2015  10:15  AM 

To:  Nattis,  Randy;  Hiatt,  Gerald;  Moxley,  Bret 

Subject:  RE:  GKM  - R09  - Prelim  Surface  Water  (8/10  and  8/11) 


Yes,  thanks  very  much  for  sending  this  on.  I don’t  see  any  samples  from  SJPF.  Did/will  it  get 
sampled? 


Cheers, 


Ned 


ned  black,  ph.d. 
us  epa  r9 

regional  cercla  ecologist 
415-972-3055 
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Please  be  advised  I currently  have  limited  access  to  email  when  I am  not  in  the  office  (e.g.,  on 
travel),  therefore  please  be  patient  with  any  communication  delays. 


From:  Nattis,  Randy 

Sent:  Thursday,  August  13,  2015  10:51  PM 

To:  Black,  Ned;  Hiatt,  Gerald;  Moxley,  Bret 

Subject:  Fwd:  GKM  - R09  - Prelim  Surface  Water  (8/10  and  8/11) 


Early  look. 


Still  needs  validation. 

Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U S.  EPA  Region  IX 

nattis.randv@epa.gov 
Phone  - (415)  940-1108  - Cell 


Begin  forwarded  message: 

Resent-From:  <Nattis.Randv@epa.gov> 

From:  "Bruce,  Ian"  <lan.Bruce@WestonSolutions.com> 

Date:  August  13,  2015  at  8:36:54  PM  MDT 
To:  "Nattis,  Randy"  <Nattis.Randv@epa.qov> 

Cc:  "Latham  (Polinko),  Janine"  <Janine.Latham@WestonSolutions.com>.  "Walzer, 
Thomas"  <T. A. Walzer@WestonSolutions.com> 

Subject:  GKM  - R09  - Prelim  Surface  Water  (8/10  and  8/11) 

Hi  Randy! 


Here’s  a preliminary  dataset  for  surface  water  samples  collected  August  10th  and  August 
11th. 
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We’ve  got  the  validated  data  on  its  way 


Ian  Bruce 

IT  Project  Manager/ GIS  Developer 
Weston  Solutions,  Inc, 

1340  Treat  Blvd,  Suite  210 
Walnut  Creek,  CA  94597 
(925)  948-2633  [office] 

(509)  845-5547  [mobile] 

ian.bruce@westonsolutions.com 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or 
proprietary  information  without  the  written  permission  of  Weston  Solutions,  Inc.  is 
strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the  sender  by 
return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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